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Mr.  Mayor,  Ladies  and  Gentlemen, 

I  have  the  honour  to  present  the  15th  Annual  Report  of  the 
Medical  Officer  of  Health,  being  a  report  on  the  health  of  the 
Borough  in  1965. 

The  Registrar  General's  estimate  of  the  population  for  the 
mid-year  1965  was  1930.  In  1950  the  number  of  inhabitants  was 
2091,  and  in  i960  it  was  2210. 

The  Borough's  area  in  acres  is  3135* 

There  was  an  increase  of  28  Council  Houses  during  1965. 

As  a  point  of  interest,  the  following  figures  are  quoted: 


Year 

Number  of 

Council  Houses 

Inhabited 

Dwellings 

Rateable  Value 

Pennv 

Rate 

1950 

130 

696 

£12,563 

£  *+0 

1955 

157 

716 

£15,15-5 

£  50 

I960 

171 

685 

£27,798 

£107 

1965 

197 

741 

£69,761 

£270 

Population  of  the  County  of  Anglesey  55, 460 

Area  in  acres  County  of  Anglesey  176,69*+ 

Rateable  Value  of  the  County  of  Anglesey  £1,254,741 

As  the  Borough  is  a  popular  holiday  resort  it  may  be 
interesting  to  quote,  by  courtesy  of  the  County  Medical  Officer 
of  Health,  figures  relating  to  the  monthly  climatological  data 
for  the  County  as  a  whole. 


Year  1965 

|  : 

Rainfall 

Sunshine 

Temperature 

Fog 

1 

1 

* 

Mean  dly, 

No. 

Mean  dly. 

Mean 

Mean 

No. 

Month 

Rainfall 

Wet 

Hrs.  of 

Sunny 

Max. day 

Min . 

days 

...... 

1 , 

mms . 

Days 

Sunshine 

days 

Temp . 

Night 
Temp . 

Fog 

recrd.; 

| 

♦ 

January 

3.8 

15 

2.5 

6 

44 

37 

2  • 

(February 

0.4 

3 

2.1 

4 

45 

35 

1 

March 

1.7 

9 

4.6 

11 

50 

37 

1  | 

‘April 

1.5 

11 

6.7 

13 

53 

41 

2 

[May 

1.8 

8 

6.3 

10 

57 

46 

2 

June 

3.7 

12 

7.0 

9 

62 

51 

4  i 

July 

2.5 

8 

5.8 

6 

63 

53 

5 

August 

2.9 

11 

6.6 

10 

65 

53 

0  i 

September 

3.7 

14 

3.5 

5 

59 

51 

0 

October 

2.3 

7 

4.9 

16 

60 

48 

2 

tNovember 

3.5 

18 

3.0 

11 

48 

39 

0 

pec ember 

5.4 

|  24 

1 

1.7 

5 

47 

40 

There  were  more  sunny  and  wet  days  than  in  the  previous  year,  and 
the  mean  maximum  day  temperature  was  somewhat  lower.  January  and 
December  were  particularly  'wet'  months.  Fog  was  slightly  less 
prevalent  than  in  the  previous  year. 


The  main  cause  of  death  within  the  Borough  was  again  due 
to  heart  diseases,  this  being  still  the  general  cause  throughout 
the  County. 

No  epidemic  of  any  character  appeared  among  the  inhabitants, 
while  the  community  as  a  whole  enjoyed  a  commendable  state  of 
health.  This  favourable  circumstance  is  once  more  due  to  the 
recommendable  work  and  cooperation  of  the  General  Practitioners, 
Health  Visitor  District  Nurse/Midwif e  and  the  Infant  Welfare 
Clinic  voluntary  workers. 

Incorporated  is  the  report  of  >Mr.  J.G.  Dixon,  M.R.I.P.H.H. , 
M.R.S.H. ,  M.A.P.H.I.,  which  proves  to  be  his  first  as  Borough 
Surveyor  and  Public  Health  Inspector.  His  report  gives  a  concise 
and  informative  picture  of  the  environmental  aspect  of  the 
Borough.  It  is  recommended  that  note  should  be  made  of  his 
observations  relating  in  particular  to  the  Public  Conveniences. 

As  the  Borough  receives  an  increasing  number  of  visitors  every 
summer  some  concrete  action  should  be  implemented  to  provide  the 
best  possible  facilities  for  thepublic.  This  should  be  the  first 
step  in  providing  an  up  to  standard  facility.  Secondly,  the 
unsatisfactorv  feature  of  the  Bathing  Pool  should  be  remembered, 
this  being  the  absence  of  facilities  for  the  purification  of  the 
pool  water  and  the  necessity  to  place  reliance  on  the  tides  for 
replacement  of  water. 

The  existence  of  a  new  public  conveni'ence  and  a  satisfactory 
swimming  pool  within  the  Borough  is  justifiable  in  view  of  the 
popularity  of  the  town  as  a  holiday  resort. 

The  circumstances  of  the  Food  Hygiene  is  satisfactory.  The 
Public  Health  Inspector  is  to  be  complimented  for  his  excellent 
supervision  which  has  created  a  favourable  Public  Health  standard 
within  the  Borough. 

! 

In  conclusion  I  wish  to  thank  the  Town  Clerk  for  his  most 
sincere  and  pleasing  cooperation  in.  all  matters  concerning  the 
health  environment  of  the  Borough.  Also  I  wish  to  take  this 
opportunity  to  thank  the  Chairman  and  members  of  the  Health  and 
Housing  Committees  for  their  interest,  confidence  and  pleasant 
cooperation . 


I  remain, 


Your  obedient  servant, 
W.  ARTHUR  JONES 


MEDICAL  OFFICER  OF  HEALTH. 


GENERAL  STATISTICS 


Area  in  acres  . * . . .  3,135 

Population  (Registrar  General's  mid  1965  estimate)..  1,930 

Number  of  inhabitant  houses . , .  741 

Number  of  Council  Houses  . . .  197 

Rateable  Value  . . £69,7^1 

(at  1.4.66) 

Sum  produced  by  a  penny  rate  .  . .  £270 


VITAL  STATISTICS 


Live  Births  : 

Male  : 

Female : 

Total 

Legitimate 

18 

16 

34 

Illegitimate 

1 

2 

3 

19 

18 

37 

The  Birth  Rate  per  1,000  population  was  19.2.  Rates  for 
the  previous  years  were:  1961  -  14.1;  1962  -  18.2;  1963  -  9.4; 

1964  -  20.2.  The  Birth  Rate  for  Anglesey  in  1965  was  19.3 >  and 
in  England  and  Wales  was  18.0. 

The  adjusted  Birth  Rate  for  Beaumaris  for  1965  was  22.3* 
Stillbirths 

There  was  1  Male  Stillbirth  -  Illegitimate.  The  Stillbirth 
Rate  per  1,000  estimated  population  was  0.5.  The  Stillbirth  Rate 
for  Anglesey  was  0.47,  and  for  England  and  Wales,  0.29. 


Deaths 

Male  : 

Female  2 

Total 

•s 

8 

22 

30 

-  _ 

— 

— 

The  Death  Rate  per  1,000  population  was  1 5«5«  Rates  for 
previous  years  were:  1961  -  12.5;  1962  -  16.7;  19&3  ~  12.5; 

1964  -  8.3.  The  Rate  for  Anglesey  for  1965  was  13*3. 5.  and  for 
England  and  Wales,  11.5. 

The  adjusted  Death  Rate  for  Beaumaris  was  13.3*  The 
adjusted  Death  Rate  for  Anglesey  was  12.4. 

Maternal  Deaths 

NIL 


Deaths  of  Infants  under  one  year  of  age 

There  were  3  f e nale  deaths  under  1  week  of  age. 


TABLE  SHOWING  CAUSES  OF  DILATH  (ALL  AGES’) 


Cause  of  Death 

,  i 

Male 

Female 

1.  Malignant  Neoplasm,  Stomach 

1 

1  ) 

2.  Malignant  Neoplasm,  Breast 

- 

2  )  5 

3.  Other  Malignant  and  Lymphatic  Neoplasms 

- 

1  ) 

4.  Vascular  Lesions  of  Nervous  System 

1 

2 

5.  Coronary  Disease,  Angina 

1 

3  ) 

6.  Other  Heart  Disease 

1 

2  )9 

7.  Other  circulatory  Disease 

1 

1  )  ! 

8.  Pneumonia 

1 

1  h 

9.  Bronchitis 

1 

-  )3 

10.  Ulcer  of  Stomach  and  Duodenum 

— 

1 

11.  Gastritis,  Enteritis  and  Diarrhoea 

- 

1 

12.  Hyperplasia  of  Prostate 

1 

- 

13.  Oth  r  Defined  and  Ill-Defined  Diseases 

1 

7 

TOTAL 

8 

1 

22 

PREVENTION  AND  CONTROL  OF  INFECTIOUS 
_ DISEASES _ l  - 

Notifiable  Diseases  (excluding  Tuberculosis) 

Tablo  showing  cases  notified  during  the  year,  classified  into  age 

~g-roup g 


Disease 

Under  1 

1+ 

. 

2+t  3+ 

4+  1 

.  - 

5-9 

— 1 

10-14 

15-24  25+ 

Measles 

1 

3 

1 

1 

- 

1 

1  “  i 

Tuberculosis 

There  were  no  notifications  of  Tuberculosis  during  1965 

VACCINATION  AND  IMMUNISATION 


These  services  are  provided  by  the  County  Council  and  by 
General  Practitioners  in  the  Borough.  The  following  figures  are 
quoted  by  courtesy  of  the  County  Medical  Officer. 

Vaccination  against  Smallpox 

A  total  of  3  children  were  vaccinated  for  the  first  time  during 
the  year,  and  2  others  were  re-vaccinated. 

Vaccination  against  Tuberculosis 

B.C.G.  vaccination  is  carried  out  by  the  Chest  Physician  in  collab 
oration  with  the  County  Medical  Officer  and  his  staff.  The  scheme 
provides  for  the  vaccination  of  new-born  infants  born  into 
tuberculous  househoulds  3nd  the  tuberculin  negative  contacts  of 
known  cases. 


Dip.htheria_an.ci  Whooping,  Coug.h  _  I mmn  i  s .rt  io q 


A  total  number  of  36  children  were  immunised  for  the  first  time 
against  Diphtheria  during  the  year,  and  36  were  immunised  against 
Whooping  Cough. 

NATIONAL  ASSISTANCE  ACT  19^8 

No  action  was  taken  in  respect  of  any  individual  under  Section  bj 
of  this  Act. 


BOROUGH  OF  BEAUMARIS 


REPORT  OF  THE  PUBLIC  HEALTH  INSPECTOR  FOR  THE  YEAR  1965 

I  herewith  submit  my  report  on  the  environmental  Health 
Service  for  1965  as  administered  within  the  Borough. 

HOUSING 

(a)  Council 

During  the  year,  28  two-  and  three-bedroom  houses  were 
completed  at  Llanfacs  and  tenanted. 

Also  completed  during  the  year  was  the  Grouped  Old  Persons’ 
Scheme  at  Bryn  Tirion,  comprising  16  Bungalows  and  Warden’s  and 
Communal  Rooms.  This  Scheme  has  proved  most  successful  because 
of  its  attractive  layout,  sheltered  position  and  special  amenities 
such  as  call-bell  system,  vara  air  heating,  communal  laundry  and 
other  special  facilities  for  old  people.  It  is  hoped  to  enlarge 
this  Scheme  in  the  near  future. 

(b)  Private 

1.  New  Houses  4  new  houses  were  completed  during  the  year 
and  work  commenced  on  a  further  4.  Financial  restrictions 

accounted  mainly  for  the  reduction  in  numbers  from  lost  year. 


2 .  Improvement  of  Existing  Houses 

Standard  Discretionary 


No.  of  applications  received  4 
No.  of  applications  approved  4 
No.  owner  occupied  4 


Amenities  Provided 


l 

1 

1 


Hot  Water  Supply  5 
Ventilated  Food  Store  5 
Bath  5 
Water  Closet  5 
Wash  Hand  Basin  5 


PUBLIC  CLEANSING 


Refuse  Collection 

A  weekly  collection  has  been  maintained  throughout  the  Borough 
with  twice  weekly  collections  from  catering  establishments  during 
the  holiday  season.  The  amount  of  refuse  collected  continues  to 
increase  in  bulk,  mainly  due  to  modern  packaging  methods  and  also 
diminution  in  the  number  of  solid  fuel  appliances  with  much  less 
refuse  burnt  at  home. 

Controlled  tipping  is  maintained  at  Llangoed  with  one  full 
time  attendant.  Rodent  control  and  fly  control  is  now  carried  out 
by  Soecialist  Contractors.  The  area  available  for  tipping  is 
rapidly  decreasing  and  tentative  approaches  are  being  made  to 
Aethwy  l.D.C.  to  join  in  their  scheme  at  Llansadwrn. 


Sewerage 


Work  proceeded  during  the  year  on  installation  of  pumps  etc., 
and  it  is  anticipated  that  these  will  be  in  operation  during  1966. 

It  is  anticipated  that  there  will  be  a  long  period  of  trial 
and  error  when  'the  puftips  are  working  and  that  a  constant  watch 
with  attendant  maintenance  will  have  to  be  carried  out  in  order 
to  get  the  best  results  possible  from  the  work  so  far  done. 

Development  in  the  Llanfaes  area  which  is  unsewered  is 
becoming  a  problem,  largely  because  of  the  dense  distribution  of 
septic  tanks  with  ground  largely  unsuitable  for  disposal  of 
effluent.  Future  development  here  will  depend  largely  on  main 
sewers  being  laid  to  connect  with  the  town  scheme  and  then  almost 
certainly  treatment  will  be  required  before  discharge  into  the 
Menai  Straits. 

Street  Cleansing 

Continues  as  in  previous  years  and  again  it  is  not  entirely 
satisfactory  owing  to  the  high  cost  and  insufficient  labour  being 
available . 

Public  Conveniences 


Two  public  conveniences  continue  to  operate,  the  one  near  the 
Old  Grammar  School  being  satisfactory  aid  heavily  used  during  the 
holiday  season.  The  other  under  the  Arch  near  the  Town  Hall  is 
not  satisfactory,  is  difficult  to  clean  and  in  my  opinion  should 
either  be  completely  reconditioned  with  modern  equipment  or  done 
away  with  and  other  accommodation  built. 

Food  Hygiene 

A  fairly  high  standard  continues  to  be  maintained  although  I 
am  not  able  to  give  food  premises  the  attention  they  should  have 
mainly  because  of  my  dual  appointment  (as  Surveyor),  and  pressure 
of  work. 

Some  catering  premises  have  been  severely  warned  during  the 
year  and  management  does  not  always  pay  sufficient  attention  to 
the  malpractices  of  their  staff  -  in  all  cases  a  good  response  was 
obtained. 

During  the  year  4-0  lbs.  of  food  was  condemned  mainly  due  to 
decomposition  -  not  disease. 

Food  Poisoning 

?*» 

There  were  no  cases  reported  during  the  year. 

Rodent  Control 


Routine  inspection  of  Council  property  and  other  domestic 
and  business  premises  was  maintained  and  treatment  carried  out  as 
necessary.  All  complaints  were  investigated  and  appropriate 
treatment  carried  out.  No  formal  action  was  necessary  under  the 
Prevention  of  Damage  by  Pests  Act,  194-7. 

Owing  to  shortage  of  trained  staff  insufficient  treatment  has 
been  carried  out  to  the  public  sewers  and  it  might  well  be  that  th 
Council  should  consider  delegating  this  work  to  the  Contractors 
who  service  the  Tipping  Area. 


Inspection  for  Purposes  Enforcing 
Provisions  Relating  to  Health  are 
_ as,  .follows _ 


i 

Premises 

Number  on 

— , 

Number  of 

Register 

Inspections 

Written 

Occupiers 

Notices 

Prosecutec 

OJ 

(2) 

(3) 

(4) 

1.  Factories  WITHOUT 

MECHANICAL  POWER  in 
which  Sections  1,  2, 

3,  4  and  5  are  to  be 

2 

2 

0 

0 

enforced 

2.  Factories  not  in- 

eluded  in  (1)  to 

19 

5 

0 

0 

which  Section  7 
applies 

. 

* 

(a)WITHOUT  MECHANICAL 

POWER,  but  enforce¬ 
ment  of  Sections  1, 

0 

0 

0 

0 

2,  3,  4  and  6  by  L.A. 
(Transfer  of  Enforce¬ 
ment  Order  1938) • 

(b)  Others,  i.e. 

Factories  WITH  MECHAN¬ 
ICAL  POWER. 

0 

se 

0 

0 

° 

1 

3.  Other  premises  under 

0 

the  Act  (excluding 
outworkers'  premises). 

| 

0 

0 

0 

|  TOTAL 

t 

7 

0 

0 

QfUiP-v.s  P ?  -P.q.d  Railway  Pr.Grnis.cs  Ac  t 


TABLE 

(A) 

REGISTRA¬ 
TIONS  AND 
GENERAL 
INSP  £T- 
I0N3 

Class  of  Premises 

(1) 

No.  of  promises 
registered  dur¬ 
ing  the  year 

(2) 

Total  No. 
of  regis¬ 
tered  prem¬ 
ises  at  end 
of  year 

« 

(3) 

r  * 

No.  of 

registo 
promise 
r^coivi 
a  gencr 
inspec¬ 
tion  du: 
ing  yea] 
(4) 

tl 

Offices 

- 

6 

4 

Retail  Shops 

1 

17 

15 

Wholesale  Shops, 
Warehouses 

- 

1 

1 

i 

Catering  Establish¬ 
ments  open  to  pub¬ 
lic.  canteens 

— 

8 

5 

Fuel  Storage  depots 

“ 

- 

- 

t 

i 

TOTALS 

1 

32 

TABLE 

Number  of  visits  of  all  kinds  of  Inspectors  to 

1 

36 

(B) 

Registered  Premises 

i 

TABLE 

(C) 

Class  of  Workplace 

Cl)  . .  . 

No.  of  persons 
employed 
.  (2) 

Offices 

16 

ANALYSIS  of 

Retail  Shops 

42  

persons  employed 
in  Registered 
Premises  by 

Wholesale  Depts., 

Ware houses 

3 

Workplace 

Catering  Establish¬ 
ments  onen  to  uublic 

35 

Canteens 

- 

Fuel  Storage  Depots 

i 

TOTAL 

96  1 

Total  Males 

I 

Total  Females 

80  t 

Swimming  Pool 


Water  borne  Sewerage  Disposal  has  now  been  provided  at  this 
establishment.  The  purity  of  the  water  in  the  Baths  continues  to  be 
suspect  and  only  by  regular  changing  and  heavy  dosage  of  chlorine 
can  any  semblance  of  safety  be  obtained.  It  cannot  be  too  strongly 
emphasised  that  with  ever  increasing  pollution  of  the  Menai  Straits 
the  time  must  come  when  this  water  cannot  be  used  for  a  Swimming 
Bath  without  adequate  treatment. 

Water  Supply 

This  continues  to  be  of  a  good  standard  although  occasional 
trouble  is  experienced  with  discolouration  and  accumulation  of 
sediment  in  the  mains,  due  possibly  to  the  location  of  the  Town 
of  Beaumaris  on  the  distribution  system. 

Building  Control 

52  plans  were  deposited  during  the  year  for  the  Council's 
consideration  under  the  Public  Health  Act,  1936,  and  the  Building 
Byelaws  made  theteunder . 


Signed  JOHN  G.  DIXON  M.R.S.H.,  M.H.I.P.H.H. 

M.A.P.,H.  I. 


Public  Health  Inspector. 


